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Abbreviations 
Ja—January 
F—February 
Mar—March 

Ap—April 
My—May 


Je—June 


A 


AAAS Meeting. Mar 46 
ACCOUNTING 


Applying principles of standard costs. 
T. L. Martin. Je 23 

Budget preparation. T. L. Martin. Ja 24 

Budgeting as a tool of management. I. 
Goldberg. Je 74 

Centralization cuts cost. D. C. Lord. Ap 
66 

Charging service costs. T. L. Martin. 
My 17 

Classification of accounts. T. L. Martin. 


Controls over payroll. T. L. Martin. F 16 

Cost accounting versus cost allocation. 
T. L. Martin. Ja 24 

Employee health. J. F. McCahan. F 74 

Factors which affect telling hospital cost 
story. C. J. Foley. Mar 64 


Hospital cost statistics. P. N. Groner. 


Mar 51; Ap 46; My 46 ; 

Increased cost factors. T. L. Martin. F 
16 

Is there an operational break-even point. 
T. L. Martin. Mar 16 

Nominal and effective interest. T. L. 
Martin. Ap 16 

Recording costs. T. L. Martin. My 17 

Uniform collection policy. M. D. Nerd. 
My 80 

ACHA news and views. Ja 61; F 72; Mar 
83; Ap 64; My 78; Je 70 


ADMINISTRATION 


Budgeting as a tool of management. |. 
Goldberg. Je 74 

Developing administrative policy. T. F. 
Kaap. Je 41 

Dietitian's responsibility as member of 
management team. A. W. Snoke. Ja 
70 

Efficient instrument of office production. 
E. L. Olson. Ja 103 

Human relations in administration. J. R. 
Gibb. Ja 68 

Responsibility of the hospital adminis- 
trator from the viewpoint of a trus- 
tee. A. B. Nixon. Je 45 

Skillful decision-making. R. D. Vander- 
warker. Ja 28 

Staffing the small hospital. H. H. Boyd. 
Je 6 


/TUNE, 1959 - 


The administrator is an educator too. D. 
C. Caicaterra. Je $I 

ANDERSON, GEORGE. Lights under bush- 
els. Ja 68 

ANDERSON, MARY HELEN. C. S. takes 
inventory. Ja 63; C. S. supervision study. 
F 79; Demise of the handwrapped 
sponge. Mr 86; Preparation for C. S. Su- 
pervision. Ap 70; C. S. Utopia. My 84 

Anniversary celebration, how to plan. Dwork- 
in. F 51 

ARCHAMBAULT, GEORGE F. The legal 
responsibility of the hospital pharmacist 
in the U.S. Ap 44; My 108 

ARNSTEIN, SHERRY. A public relation tool. 
F 52 


BAKER, WILLIAM F. Pre-post issue proce- 
dure of stock control. My III 

BEAL, H. M. and D. M. Skauen. A compari- 
son of hand, pulse jet and ultrasonic 
washing of syringes using radioactive 
iodine-13! as a tracer. Je 78 

Bertrand, Father Hector L. HM Salutes. Ja 
32 

Bertrand, Father Hector's remarkable in- 
stitution. C. U. Letourneau. Ja 41 

BERTSCHE, F, THOMAS. Nurse aide train- 
ing program. Ja 80 

Biography. See HM Salutes 

Blood bank provides ideas for publicity. Ap 
137 

BLUESTONE, E. MICHAEL. Ja 114; F 142; 
Mar 130; Ap 150; My 140; Je 156 

Book Reviews. F 19; Mar 43; My 41; Je 36 

BOTTS, H. H. Public relations program for 
mental hospitals. F 42 

BOUGHTON, GORDON S&S. and D. R. Lu- 
cas. Saving dollars in !aundry. Ap 108 

~ H. H. Staffing the small hospital. 
e 6 

Branson, Helen K. The physically handi- 
capped nurse. Je 102 

BRISTOL, L. H., JR. The foreward look in 
hospitals. My 53 

Budgeting as a tool of management. |. 
Goldberg. Je 74 

BURKETT, NORMAN. Perpetual inventory 
system. F 108 

BURLINGAME, MRS. WILLIAM H. A 
therapeutic garden. My 56 


Cc 


CALCATERRA, DONALD C. The adminis- 
trator is an educator too. Je 81 

Canada's extension course for the training 
of medical record librarians. M. A. Wil- 
liams. Je 64 

Carbon traps odors at source, activated. 
J. W. Cooke. My 105 

Careers Recruitment Program, hospital. C. 
M. Smith. Ja 46 


CATHCART, H. ROBERT. Solving your per- 


sonnel problems. Ja 66 
CENTRAL SERVICE 


C. S. Saga. F 80 
Comparison of hand, pulse jet and ul- 
trasonic washing of syringes using 
radioactive iodine-131 as a tracer. 
H. M. Beal and D. M. Skauen. Je 78 
Demise of the hand-wrapped sponge. 
M. H. Anderson. Mar 86 
Preparation for C. S. supervision. M. H. 
Anderson. Ap 70 
Supervision Study. M. H. Anderson. F 
79 
C. S. take inventory. M. H. Anderson. 
Ja 63 
C. S. Utopia. Mary Helen Anderson. My 
84 
Chemical disinfection and sterilization. A. 
A. Lassanske. Ap 121; My 121; Je 135 
Cherries on February log. D. H. Zumsteg. 
F 88 
Civil defense emergency hospital for dis- 
asters. E. M. Dunstan. Ja 38 
Collection policy, uniform. M. D. Nord. My 
80 
Community health objectives. D. Kinzer. F 
28 
Complacency, there is no time for. A. 
Feigenbaum. Mar 65 
Conductive floors in hospital. D. E. Smalley. 
Ja 64 


CONSULTING WITH DOCTOR LETOUR- 
NEAU 


Active medical staff. F 26 

Anesthesia deaths. F 26 

Anesthetic death rate. Ja 26 

Assistant surgeon. F 26 

Authorization to examine record. Je 24 

Average time for operations. Ap 22 

Bedpan sterilization. My 22 

Dental staff. F 26 

Dentist on the courtesy staff. Mar 29 

Dentist on the medical staff. Ap 22 

Departmental meeting. Je 24 

Discounts to volunteer workers. Mar 29 

History and physical examination. Je 24 

Hospital elevators. Je 24 

Information about emergencies. Ja 26 

Intracardiac Adrenalin. Mar 29 

Intravenous pituitary extract. F 26 

Laboratory and X-ray records. My 22 

Laboratory charges. My 22 

Life expectancy of the radiologist. Ap 22 

Medical periodicals. Ap 22 

Old age deaths. F 26 

Ownership of specimens. Mar 29 

Patient consultations. Je 24 

Patients leave of absence. Mar 29 

Preservation of Laboratory reports. Je 
24 

Privileges of dentists. My 22 

Pronouncement of death. Ap 22 

Report of survey. F 26 





Revoked medical license. Je 24 
Rubber stamp signature. Ja 26 
Size of medical staff. Mar 29 
Supervision of interns. Ap 22 
Surgical assistant's fee. Ja 26 
Teaching on private patients. F 26 
Tissue committee record. My 22 
Tissue committee records. Ja 26 
Vasectomy. Mar 29 
X-Ray safety. Mar 29 

COOKE, JAMES W. Activited carbon traps 
odors at source. My 105 

Cost interpretation and financing are major 
public relations problems. C. J. Foley. 
F 41; Mr 64 

Cost statistics, Hospital. P. N. Groner. Mar 
51; Ap 46; My 46 

Costs with corrective mzintenance, cut. E. 
W. Fair. F 86 

Courtesy admission card. A. J. Harrington. 
Mar 54 


DARNTON, MRS. PAUL H. Volunteers in 
large hospitals. My 52 

DECAREAU, R. V. The microwave oven in 
hospital food service. Mar 96 

Defense emergency hospital, civil. E. M. 
Dunstan. Ja 38 

Developing administrative 
Kapp. Je 41 

Disaster, 12 lessons learned from. F 134 

Disinfection and sterilization, chemical. A. 
A. Lassanske. Ap 121; My 121; Je 135 

Disposables in food service, the trend to- 
ward. O. Mohr, Ja 107 

Drug and solution control. C. M. McClus- 
key. F 105; Mr 106; Ap 100 

DUNSTAN, EDGAR M. Civil defense emer- 
gency hospital for disaster. Ja 38 

DWORKIN, ALEX. How to plan an anni- 
versary celebration. F 51 


policy.. T. . F. 


Easter every day. N. R. Swartwort. Ap 43 

Efficient instrument of office production. E. 
L. Olson. Ja 103 

Eggs developed for hospital dietaries, froz- 
en. B. Henick. Ap 84 

ELLIOTT, FLORENCE E. Role of dietitian 
on nursing faculty. Ja 66 

Emergency, medical packet. Je 82 

Employee health. J. F. McCahan. F 74 

Exemption of charitable hospitals in New 
York from collective bargaining. E. Hayt. 
My 34 


Factors which affect telling hospital cost 
story. C. J. Foley. F 41; Mr 64 

FAIR, ERNEST W. When is quantity good 
buy? Ja 100; Cut costs with corrective 
maintenance, F 86; When adverse legis- 
lation threatens. Mar 6 

FEIGENBAUM, ARTHUR. There is no time 
for complacency. Mar 65 

FOLEY, C. J. Cost interpretation and fi- 
nancing are major public relations prob- 
lems. F 41; Factors which affect telling 
hospital cost story. Mar 64 


FOOD AND DIETETICS 
Cherries on February menu log. D. H. 
Zumsteg. F 88 


154 


Dietitian's responsibility as member of 
management team. A. W. Snoke. Ja 
70 

Fresh produce management. Je 92 

Frozen eggs developed for hospital die- 
taries. B. Henick. Ap 84 

Importance of sanitation and safety in 
quality food. L. J. Mamer. Ja 70 

Lights under bushels. G. Anderson. Ja 
68 

Meals to keep patients happy. D. Zum- 
steg. My 100 

Microwave oven in hospital food serv- 
ice. R. V. Decareau. Mar 96 

New foods and processes meet chang- 
ing military needs. My 94 

Purchasing meat and poultry. Ap 119 

Role of Dietitian on nursing faculty. F. 
E. Elliott. Ja 66 

Solving your personnel problems. H. R. 
Cathcart. Ja 66 

Specifications for kitchen and food serv- 
ice equipment. L. C. LeGwin, Jr. Ap 
114 

Trend toward disposables in food serv- 
ice. O. Mohr. Ja 107 

Foreward Look in hospitals, the. L. H. Bris- 
tol, Jr. My 53 


G 


GIBB, JACK R. Human relations in admin- 
istration. Ja 68 

GOLDBERG, IRWIN. Budgeting as a tool 
of management. Je 74 

GRONER, PAT N. Hospital cost statistics. 
Mar 51; Ap 46; My 46 

Group discussions develop insight. F. L. 
Sherman and |. Walters. Ap 54 

GRUBEL, FREDERICK. Hospital cases are 
ordinary people. Ap 56 

GUEMEZ, JOSE. The mexican hospital sys- 
tem. Je 42 

GUNTER, J. FRED. Purchasing procedure 
and inventory control. Mar 116 


HAMRICK, WILLIAM D. and Charles U. 
Letourneau. Survival complex. F 44 

Handicapped nurse, the physically. Helen 
K. Branson. Je 102 

HARRINGTON, ARTHUR J. Courtesy ad- 
mission card. Mar 54 


HAYT, EMANUEL 


Absence of bed rails not cause of injury. 
Mar 72 

Absentee doctor not given presumption 
of due care. F 62 

Affirming hospital immunity. Ja 54 

Broken vertebra fault of surgeon. F 64 

Civil action for damages not barred by 
consent to criminal abortion. Ap 34 

Contractor liable for employee injured 
entering premises. Mar 72 

County hospital not liable for transfu- 
sion of mismatched blood. Je 62 

County hospital under governmental im- 
munity. F 62 

Deranged patient suffering from heart 
attack required restraint. F 132 

Epileptic seizure not due to negligence. 
Mar 31 

Exemption of charitable hospitals in New 
York from collective bargaining. My 
34 

Fails to prove leg injury caused by ex- 
cessive weight applied. Je 62 


Failure to hospitalize cause of death. 


Failure to X-ray not malpractice. F 42 
Fall on icy steps. Ja 54 
Federal tort claims act is waiver of n- 
munity. Mar 31 
Immunity in death of electrician in radi 
ology department. F 132 
Liability insurance carrier liable dire 
to patient. F 132 
Malpractice in injections. Ja 54 
No expert testimony supports claim 
malpractice in knee operation. 
34 
Not liable for patient's confinement 
mental hospital resulting from | 
mine addiction. Mar 72 
Patient unable to prove erroneous di ig- 
nosis of cancer in malpractice 
Ap 34 
Patient's contributory negligence 
proximate cause of injury. Je 62 
Physician's remark held tantamount to 
admission of negligence. F 132 
Prolonged stay resulting from treatment 
no defense against suit on bill. Mar 
31 
"Scintilla" of negligence sufficient to 
submit case to jury. Mar 31 
Sensitivity to dye solution. F 64 
Tight cast negligence. F 64 
Volkmann's contracture not proved re- 
sult of tight cast. Ap 34 
Heliports for hospitals. V. M. Leflar. Ja 44 
HENICK, BERNARD. Frozen eggs devei- 
oped for hospital dietaries. Ap 84 
HICKS, FRANK D. Symposium on graduate 
education. F 54 
History of hospitals, A. C. U. Letourneau. 
Mar 58; Ap 52; My 58; Je 47 
HM Salutes. Father Hector L. Bertrand. Ja 
32; Leo Lyons. F 30; Charles A. Lind- 
quist. Mar 34; Ralph Hueston. Ap 28; 
Edna K. Huffman. My 28; Rev. Karl P. 
Meister. Je 29 
HORRWORTH, CHARLES A. Hotels and 
hospitals have similar problems. Ap 26 
Hospital Care — 1965. K. S. Klicka. Ja 40: 
F 47 
Hospital cases are ordinary people. F. Gru- 
bel. Ap 56 
Hotels and hospitals have similiar problems. 
C. A. Horrworth. Ap 26 
HOUGH, LEO A. National policy on shel 
ters. F 46 


HOUSEKEEPING 


Do you have a workers manual? E. Mor- 
gan. F 84 
Plans for educational programs fer 
housekeeping. E. Morgan. Ap 78; My 
86 
The administrator is an educator too. 
D. C. Calcaterra. Je 81 
What is involved in a good training 
program? Mrs. W. Tew. Mar 9! 
How's Business. Ja 8; F 8; Mar 8; Ap 8: My 
8; Je 8 
Hueston, Ralph. HM Salutes. Ap 28 
Huffman, Edna K. HM Salutes. My 28 
HUFFMAN, EDNA KX. Medical records. Ja 
57; F 66; Ap 32 
Human relations in administration. J. R. 


Gibb. Ja 68 


INFECTIONS 


Nosocomial infections — is bacteriost. ;is 
the answer. L. Simon. F 118 
Staphylococcus invasion, a medical p: srl 


harbor. J. D. McFadyen. Je 112 


HOSPITAL MANAGEMENT 





INSURANCE 


Liability for hospitals, limited. J. H. 
Johnston. Ja 28 
Major medical and comprehensive _in- 
surance. T. P. Weil. Ap 50; My 48: 
Je 55 
National hospital insurance. S. W. Mar- 
tin. My 54; Je 51 
Self-insurance from the buyer's point of 
view. H. E. Theobald. F 32; Mar 26 
In-service education. Sister Mary Albert. My 
113 
Internal policies. A. L. Trapani. Je 124 
Inventory system, perpetual. N. Burkett. F 


108 
ISHERWOOD, IRENE. Small hospitals can 
build valuable press relations. F 6 


Job combinations in small hospital. A. L. 
McElmurry. Ja 6 

JOHNSTON, J. HAROLD. Limited liability 
for hospitals. Ja 28 

JOHNSON, LOKEY. Toward better patient 
relations. My 6 


KAAP, T. F. Developing administrative pol- 
icy. Je 41 

KINZER, DAVID. Community health objec- 
tives. F 28 

KLEIN, HERBERT D. Plant security. Je 84 

KLICKA, KARL S. Hospital care — 1965. 
Ja 40; F 47 


Labels, read your. Dept. of Agriculture. Ja 
97 


LASSANSKE, ALBERT A., Chemica! disin- 
fection and sterilization. Ap 121; My 
121; Je 135 

Laundry, saving dollars in the. D. R. Lucas 
and G. S. Boughton. Ap 108 


LAW. See also HAYT. 


Exemption of charitable hospitals in New 
York from collective bargaining. E. 
Hayt. My 34 

Legal responsibility of the hospital phar- 
macist in the U.S. G. F. Archambault. 
Ap 44: My 108 

Unions & voluntary hospitals. Je 26 

When adverse legislation threatens. E. 
W. Fair. Mar 6 

LEFLAR, VIVA MARIE. Heliports for hospi- 

tals. Ja 44 

LEGWIN, L. C. Specifications for kitchen 
and food service equipment. Ap 114 

LETOURNEAU, CHARLES U. Father Hec- 
tor's remarkable institution. Ja 41; Sur- 
vival complex F 44; A history of hospi- 

tals. Mar 58; Ap 52: My 58; Je 47 

Liability for hospitals, limited. J. H. Johns- 
ton. Ja 28 : 
Lighting, experiment in patient room. D. 

Roop. My 88 

Lindquist, Charles A. HM Salutes. Mar 34 
LORD, DAVID C. Centralization cuts cost. 
Ap 66 


JUNE, 1959 


LUCAS, DON R. and G. S. Boughton. Sav- 
ing dollars in the laundry. Ap 108 
LUCCHESI, PASCAL F. and J. A. Rosen- 

krantz. Medical staff members on gov- 
erning board committees. My 45 
Lyons, Leo. HM Salutes. F 30 


M 


MacEachern competitions — plan ahead. F 
50 


MAINTENANCE 


Conductive floors in hospital. D. E. 
Smalley. Ja 64 

Cut costs with corrective maintenance. 
Fair E. W. F 86 

Experiment in patient room lighting. D. 
Roop. My 88 

Importance of sanitation and safety in 
quality food. L. J. Mamer. Ja 70 

Noiseless handling systems. Ja 98 

Plant security. H. D. Klein. Je 84 

Responsibility of hospital engineers in 
alteration programs. D. M. Roop. Ap 
82 

MAMER, LELAND J. Importance of sanita- 
tion and safety in quality food service. 
Ja 70 

MARTIN, STANLEY W. National hospital 
insurance. My 54; Je 5l 

MARTIN, T. LEROY. Cost accounting ver- 
sus cost allocation; Budget preparation. 
Ja 24: Classification of accounts: In- 
creased cost factors; Controls over pay- 
roll. F 16; Is there an operational break- 
even point. Mar 16; Nominal and effec- 
tive interest. Ap 16; Recordina costs; 
Charging service costs. My !7; Apply- 
ing principles of standard costs. Je 23 

MATTHAEI, ROSE. Medical technologist — 
professional. Mar 36 

MAXSON, EARL W. A new device. My 66 

McCAHAN, J. F. Employee health. F 74 

McCLUSKEY, CLAY M. Drug and solution 
control. F 105; Mar 106; Ap 100 

McELMURRY, ARTHUR L. Job combina- 
tions in small hospitals. Ja 6 

McFADYEN, JANET D. A medical pear! 
harbor via staphylococcus invasion. Je 
i!2 

McNABB, BETTY. A one page statistical 
analysis. My 70 

McREE, EDWARD B. Public relations with- 
out a price tag. Ap 6 

Medical and comprehensive insurance, ma- 
jor. T. P. Weil. Ap 50; My 48; Je 55 

Medical packet designed for emergency. Je 
82 


MEDICAL RECORDS. E. K. HUFFMAN. 


Autopsy reporting. Mar 74 

Admission and discharge lists to news- 
papers. Ap 32 

Classification of emergency room death. 
Mar 74 

Consultations. Ao 32 

Definition of postoperative death. Mar 
74 


Editing microfilm. Mar 74 

Electrocardiographic tracings and re- 
ports. Ja 57 

Emancipation of minors. F-66 

Hospital names on medical record forms 
Ja 57 

Indexing autopsy diagnosis. Ja 57 

Interval history. Ap 32 

Maior and minor surgical procedures. 
Ja 57 

Mother's and infant's records. Ap 32 

Numbers for hospital newborns. Mar 74 

Release of medical records from depart- 


ment. F 66 


Release of medical records from hospi- 
tal. F 66 


Revision in authorization for surgery. F 


66 

Short-stay forms. Ap 32 
Tests on all admissions. Ja 57 

Medical record ‘ibrarians, Canada's exten- 
sion course for. M. A. Williams. Je 64 

Medical records—statistical analysis. B. Mc- 
Nabb. My 70 

Medical technoloqist—professional. R. Mat- 
thaei. Mar 36 

Meister, Rev. Karl P. HM Salutes. Je 29 

MENUS. Ja 74; F 92; Mar 100; Ap 86; My 
96; Je 98 

Mexican hospita! system. J. Guemez. Je 42 

Microwave oven in hospital food service. 
R. V. Decareau. Mar 96 

MORR, ORPHA. Trend toward disposables 
in food service. Ja 107 

MORGAN, EMMA. Do you have a workers 
manual? F 84; Plans for educational pro- 
grams for housekeeping. Ap 78: My 86 

Music in the department of radiology. Sis- 
ter Christina. F 103 


NAHPA Newsletter. Ja 103; F 113; Mar 
lil: Ap 113; My 113; Je 127 

National hospital insurance, $. W. Martin. 
My 54; Je 51 

National policy on shelters. L. A. Hough. 
F 


46 

NIXON, ANSON BB. Responsibility of the 
hospital administrator from the view- 
point of a trustee. Je 45 

NORD, MAC D. Uniform collection policy. 
My 80 

Nosocomial infections — is bacteriostasis 
the answer. L. Simon. F 118 


NURSING 


Activiated carbon traps odors at source. 
J. W. Cooke. My 105 

Nurse aide training program. F. T. 
Bertsche. Ja 80 

Nursing shortage. T. P. Weil and G. 
Warman. F 98; Mr 104 

Reducing talk in the Nurses’ station. W. 
W. Weed. Ap 96 

Role of dietitian on nursing faculty. F. 
E. Elliott. Ja 66 

The physically handicapped nurse. Helen 
K. Branson. Je 102 


oO 


OLSON, EDWARD L. Efficient instrument of 
office production. Ja 103 

Organization as a technical problem, hospi- 
tal. E. J. Rizo. My 50 


PECK, CHARLES E. Stress employees in em- 
ployee handbook. F 48: Mar 62 

Pediatric patients feel at home. F. B. Pletch- 
er. Mar 84 


PERSONNEL 


Careers recruitment program. C. M. 
Smith. Ja 46 

Do you have a workers manual? E. Mor- 
gan. F 84 
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Employee health. J. F. McCahan. F 74 

Group discussions develop insight. F. L. 
Sherman and L. Walters. Ap 54 

Job combinations in small hospital. A. 
L. McElmurry. Ja 6 

Nurse aide training program. F. T. Berts- 
che. Ja 80 

Skillful decision-making. R. D. Vander- 
warker. Ja 68 

Solving your personnel problems. H. R. 
Cathcart. Ja 66 

Stress employees in employee handbook. 
C. E. Peck. F 48; Mar 62 

Unions and voluntary hospitals. Je 26 

PETERSON, JACK L. Small hospital devel- 
ops pharmacy department. Ja 86 


PHARMACY 


Drug solution and control. C. M. Mc- 
Cluskey. F 105; Mar 106; Ap 100 
Legal responsibility of the hospital phar- 
macist in the U.S. G. F. Archam- 
bault. Ap 44; My 108 
Medical pearl harbor via staphylococcus 
invasion. J. D. McFadyen. Je 112 
Noiseless handling systems. Ja 98 
Pharmacist as a purchasing agent. J. J. 
Stewart. Je 130 
Product information. T. F. Flynn, Jr. Je 
116 
Salute to the sectional hospital phar- 
macy publications. Je 110 
Small hospital develops pharmacy de- 
partment. J. L. Peterson. Ja 86 
Plans for educational programs for house- 
keeping. E. Morgan. Ap 78; My 86 
Plant security. H. Klein. Je 84 
Pletcher, Faye B. Making the pediatric pa- 
tient feel at home. Mar 84 
PRENDERGAST, JOSEPH. Recreation for 
the ill and handicapped. My 24 


PUBLIC RELATIONS 


A public relations tool. S. Arnstein. F 52 

Auto show aids hospital building fund. 
P. Vandervoort II. Mar 55 

Cost interpretation and financing are 
major public relations problems. C. 
J. Foley. F 41 

Courtesy admission card. A. J. Harring- 
ton. Mar 54 

Factors which affect telling hospital cost 
story. C. J. Foley. Mar 64 

Hospital blood bank provides ideas for 
publicity. Ap 137 

How to plan an anniversary celebration. 
A. Dworkin. F 51 

Making pediatric patients feel at home. 
F. B. Pletcher. Mar 84 

Public relations program for mental hos- 
pitals. H. H. Botts. F 42 

Public relations without a price tag. E. 
B. McRee. Ap 6 

Small hospitals can build valuable press 
relations, |. Isherwood. F 6 

Toward better patient relations. L. John- 
son. My 6 


PURCHASING 


Efficient instrument of office production. 
E. L. Olson. Ja 103 

Follow-up file. Ja 104 

In-service program. Sister M. Albert. My 
113 

Introducing central purchasing. D. L. 
Shepherd. Je 127 

Perpetual inventory system. N. Burkett. 
F 108 

Policies, internal. A. L. Trapani. Je 124 

Pharmacist as a purchasing’ agent. J. J. 
Stewart. Je 130 

Pre-post issue procedure of stock control. 
W. F. Baker. My II! 

Purchasing meat and poultry. Ap 119 

Purchasing procedure and inventory con- 
trol. J. F. Gunter. Mar 116 
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Set-up central purchasing department. 
Mar III 

Specifications for: kitchen and food serv- 
ice equipment. L. C. LeGwin. Ap 114 

To raise efficiency — raise purchasing. 
F 113 

When is quantity good buy? E. W. Fair. 
Ja 100 


7 


Quantity a good buy, when? E. W. Fair. 
Ja 100 


R 


RECIPES. Ja 76; F 94; Mar 102; Ap 88; 
My 99; Je 100 

Recreation for the ill and handicapped. J. 
Prendergast. My 24 

Reducing talk in the nurses’ station. W. 
W. Weed. Ap 96 

Responsibility of hospital engineers in alter- 
ation programs. D. M. Roop. Ap 82 

Responsibility of the hospital administrator 
from the viewpoint of a trustee. A. B. 
Nixon. Je 45 

RIZO, E. JOHN. Hospital organization as a 
technical problem. My 50 

ROEMER, MILTON |. Is surgery safer in 
larger hospitals? Ja 35 

ROOP, DANIEL M. Responsibility of hospi- 
tal engineers in alteration programs. Ap 
82: Experiment in patient room lighting. 
My 88 

ROSENKRANTZ, J. A. and P. A. Lucchesi. 
Medical staff members on governing 
board committees. My 45 


S 


Salute to the sectional hospital pharmacy 
publications. Je 110 

Saving dollars in the laundry. D. R. Lucas 
and G. S. Boughton. Ap 108 

SHEPHERD, DONALD L. Introducing cen- 
tral purchasing. Je 127 

SHERMAN, FLORA L. and Isabelle Wal- 
ters. Group discussions develop insight. 
Ap 54 : 

SIMON, LEN. Nosocomial infections — is 
bacteriostasis the answer? F 118 

SISTER CHRISTINA. Music in the depart- 
ment of radiology. F 103 

SISTER MARY ALBERT. In-service educa- 
tion. My 113 

SISTER MARY MARTHA. Opportunities in 
X-ray technology. Je 39 

SKAUEN, D. M. and H. M. Beal. A com- 
parison of hand, pulse jet and ultrasonic 
washing of syringes using radioactive 
iodine — 131 as a tracer. Je 78 

Smalley, Dave E. Conductive floors in hos- 
pital. Ja 64 

Small hospital develops pharmacy depart- 
ment. J. L. Peterson. Ja 86 

Small hospitals can build valuable press re- 
lations. |. Isherwood. F 6 

SMITH, CHARLES M. Hospital careers re- 
cruitment program. Ja 46 

SNOKE, ALBERT W. Dietitian's responsi- 
bility as member of management team. 
Ja 70 

Staff members on governing board com- 
mittees. J. A. Rosenkrantz and P. F. Luc- 
chesi. My 45 

Staffing the smal! hospital. H. H. Boyd. Je 
6 


Stamps, hospitals on. R. Voorhees. Mar 60 

Staphylococcus invasion, a medical pearl 
harbor. J. D. McFadyen. Je 112 

Statistical analysis, a one page. B. McNabb. 
My 

Sterilization and chemical disinfection. A. 
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